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Abs t ract 


A  slant  transmission  path  for  measurinq  t  ho  quality  of  liqht 
transmission  in  the  vis  i  bio  (0.  15  to  0.90  um)  and  thermal 
(1.25  to  12.75  um)  window  has  been  installed.  Transmitters 
are  located  at  1650  m  a.s.l.  on  a  mountain  peak,  receivers  at 
the  valley  institute  where  the  siqnals  (lower  limit  <0,1* 
transmission)  are  processed.  Direct  distance  is  2.7  km,  incli¬ 
nation  of  the  path  aqainst  horizon  19°.  The  followinq  quanti¬ 
ties  arc  r cco rd ed  a t  t he  mo un t a i n  a n d  also  at  the  valley  station 
Precipitation  rate,  temperature,  humidity,  aerosol  particle 
spectrum  from  0.4  to  20  um  0,  and  visibility.  Profiles  of 
temperature  and  humidity  are  recorded  by  sondes  on  one  of 
the  qondolas  of  a  nearby  cable  car  or  by  small  radiosondes. 
Aerosol  backseat,  tor  between  valley  and  mountain  station  is 
recorded  by  a  mu  1 1 i - f roquency  slant  lidar  (147  nm,  5  10  nm, 
and  694  nm ,  in  near  future  also  1060  nm). 

This  system  serves  to  study  in  the  course  of  measurinq  campaiqns 
the  dependence  of  liqht  transmission  on  the  moteoroloqioal 
situation  (foq,  preci pi  tat i on ,  humidity)  and  on  aerosol  condi¬ 
tions  mainly'  durinq  moderate  to  stromj  ha/e  or  mist,  as  well  as 
qenerally  on  the  air  mass  type,  particularly  in  cases  of  verti¬ 
cal  i nhomoqene i ty  (layer  structures). 

The  acquired  data  are  intorcorrelated  and  applied  later  on  in 
t  h e  s enso  o f  an  i m p r o v e<.  1  I .OWT RA N  . 


Keywords 

Slant  path  transmissivity  /  influence  of  foq,  precipitation 
rate,  humidity'  /  influence  of  aerosol  concentration,  particle 
spectrum,  and  local  .let'os'il  :  n  li«  m<  ■■  ;enei  t  i  es  1  influence  of  air 
mass  type  /  improvement  of  bOWTRAN. 


1.  Objectives  and  Background 

The  objective  of  the  research  work  described  in  Chapter  2. 
differs  indeed  significantly  from  our  former  works  under  US 
Army  contracts;  nevertheless  it  is  based  on  all  experiences 
and  data  on  atmospheric  aerosols  gathered  at  our  Institute 
till  today,  further  on  the  existence  of  mountains  in  the 
immediate  vicinity  of  the  Institute,  as  well  as  on  the  use 
of  i  ns  t  i  t  lit  e-oporat  od  mountain  observatories  including  cable 
cars  and  -  last  not  least  -  on  the  development  of  lidar  sys¬ 
tems  for  remote  aerosol  sensing  and  evaluation  and  interpre¬ 
tation  of  the  data  obtained  therewith.  Thus,  the  project  ncw- 
1 y  t o  be  t a e k 1 od  i s  co n s c i o us  1 y  a  ma t t c r  o f  a pp lied  rrsearch 
founded  on  all  hitherto  gained  experiences.  The  subject  is  to 
study  the  dependence  of  light  transmission  in  the  visible  and 
thermal  window  on  the  aerosol  structure  and  met ooro log i ca  1 
quantities  (fog,  precipitation),  air  mass  characteristics, 
and  others.  That  means,  that  in  view  of  these  controlling 
factors  in  the  geographical  mesosealo  environment  of  the 
Institute,  the  mentioned  parameters  must  undergo  considerable 
variations  and  that  -  with  the  aid  of  appropriate  measuring 
techniques  -  their  influence  on  light  transmission  can  be 
studied.  Our  met ooro logiea l  and  ohys i co-chemi ca 1  studies 
carried  out  over  <»lecudes  ensure  that  the  necessary  require¬ 
ments  are  met  ,  especially  with  regard  to  conditions  of  very 
low  light  t  ransni  i  ss  i  on  . 

2.  Subject  Posed,  feasibility 

In  compliance  with  our  proposal  of  2a  October  1970  -  which 
has  been  discussed  in  detail  with  scientists  of  AS h  -  and 
an  experimental  plan  set  up  by  Mr.  James  t).  hind  berg  on 
20  January  1077,  the  object ive  of  the  research  work  may  bo 
described  as  follows: 
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i.  The  fog/haze  optical  propagation  models  for  different 
light  wavelengths,  known  and  temporarily  used  so  far, 
shall  become  verifiable  through  the  data  to  be  gathered 
by  ASL  under  realistic  conditions  as  they  do  frequently 
occur  in  Europe.  Special  value  is  attached  to  slant  path 
measurements  because  such  have  not  yet  been  made  on  larger 
scale  under  an  adequate,  concomitant  meteorological-phys¬ 
ical  measurement  program.  This  will  result  in  further  devel¬ 
opment  of  models  and  scaling  laws  to  make  them  applicable 
to  air  to  ground  optical  paths. 

ii.  The  resulting  new  optical  data  base  will  include  better 
meteorological  support  data  than  has  been  available  pre¬ 
viously,  making  it  possible  to  begin  modeling  the  relation¬ 
ships  between  more  routine  meteorological  measurements  and 
haze/fog^prec  ipitat  ion  optical  propagation  conditions. 

Thus,  the  second  objective  is  to  attempt  development 
techniques  for  predictinq  optical  propagation  conditions 
for  low  visibility  slant  paths  from  meteorological  data 
forecasts . 

In  the  following  a  brief  description  be  given  of  the  experimen¬ 
tal  plan  and  its  feasibility  in  the  environment  o f  the  Institute 
as  agreed  with  ASL.  Accomplishment  of  the  objectives  discussed 
above  requires  i ntercoord inat ion  of  several  elements  in  a  field 
test  situation. 

a)  An  optical  propagation  slant  test  path,  of  a  length  over 
which  infrared  t ransmissometer  measurements  can  be  made  that 
are  in  a  magnitude  range  permitting  accurate  measurements  under 
the  low  visibility  conditions  of  interest  must  be  chosen. 

A  path  which  is  too  short  will  produce  transmission  measure¬ 
ments  which  are  close  to  100%  and  therefore  do  not  accurately 
relate  to  absolute  transmissivity.  A  path  which  is  too  long 
will  result  in  transmission  measurements  which  are  very  low, 
and  are  signal  to  noise  limited  during  low  visibility  cases. 
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The  direct  distance  of  2.7  km  between  valley  and  Kreuzeck 
peak  station  and  an  elevation  angle  of  19°  appears  to  be 
optimal . 

b)  The  inhomogeneous  nature  of  the  optical  slant  path  must 
be  known  during  the  time  the  absolute  integrated  transmisso- 
meter  measurements  are  made.  Therefore,  it  is  essential  that 
a  multi-frequency  lidar  be  operated  along  the  path,  together 
with  the  t ransmissomet er  and  a  Knollenberg  particle  spectro¬ 
meter  at  each  end  of  the  path. 

c)  The  prevailing  meteorological  and  aerosol  conditions  in 
the  general  area  must  be  precisely  measured  during  the  test 
period,  so  that  all  atmospheric  data  which  might  reasonably 
be  expected  to  correlate  in  some  way  with  the  optical  measure 
ments  are  recorded  and  documented.  The  climatological  history 
of  the  site  should  be  known  and  well  understood  mi cro-meteoro 
logically,  so  that  the  relationships  between  meteoro logica 1 
and  optical  data  can  be  recognized  and  proper ly  interpreted. 


In  the  Garmisch  valley  the  Institute  operates  a  unique  system 
of  direct  meteorological  and  aerosol  sensing  instrumentation 
on  the  valley  floor,  on  two  mountain  peaks,  and  on  two  cable 
cars  that  connect  the  mountain  peaks  with  the  valley  floor. 

In  addition,  radiosonde  measurements  are  routinely  made.  A 
two  frequency  (ruby  and  doubled)  lidar  operates  on  a  routine 
basis  at  the  Institute,  giving  a  vortical  profile  of  aerosol 
backseat  ter  cross  section.  The  valley  station,  at  the  main 
institute  building,  is  at  an  elevation  of  740  m  above  sea 
level.  The  two  mountain  t op  stat ions  (Wank  and  Zugspitze) 
are  at  elevations  of  about  1780  and  2960  m,  respectively. 

All  the  resulting  data,  including  the  lidar  returns,  are  fed 
directly  to  computerized  data  processing  equipment,  partly 
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via  telemetry  links.  This  highly  sophisticated  met/aerosol 
system  which  has  been  in  operation  for  a  number  of  years, 
provides  an  excellent  picture  of  the  micrometeorolog ica 1 
conditions  that  prevail  at  any  time  in  the  atmosphere  above 
the  Institute.  This  system  does  satisfy  requirement  c.  above 
to  an  extent  never  before  attained  by  a  propagation  experiment 
of  this  kind. 

In  addition  to  the  two-f requency  lidar  operating  from  the 
institute  building,  a  second  three-frequency  (ruby,  doubled 
ruby,  and  doubled  neodymium)  lidar  which  can  operate  on  a 
slant  path  is  available  for  measurement  of  backscatter  cross 
section  along  the  chosen  transmissometer  path. 

3.  Rough  Cross  Cut  of  the  Works  under  Contract  in  Brief  Outline 

It  goes  without  saying  that  the  whole  complex  of  parallel  and 
simultaneous  measurements  to  be  performed  during  the  measuring 
campaigns  of  6  -  10  hrs  duration  each  (current  measurements 
over  still  longer  intervals  or  even  days  have  not  vet  boon 
possible  for  obvious  reasons  including  the  limited  number  of 
skilled  staff  and  related  costs)  had  first  to  be  “trained " . 
Table  3.1.  shows  the  total  extent,  of  simultaneous  measurements 
and  recordings.  Sampling  and  evaluation  of  all  acquired  data 
had  just  as  well  to  be  coordinated,  organized,  and  optimized 
with  regard  to  expenditure  of  time  and  effort  and  preparatory 
works  for  scientific  interpretation. 

After  delivery  of  the  Barnes  system  (Table  3.1.,  la  and  1b) 
it  was  essential  to  mount  the  receiver  as  stably  as  possible 
at  a  suitable  place  at  the  back  wall  of  the  Kreuzeck  cable  car 
entrance  room  which  consists  of  concrete  with  extreme  carrying 
capacity  (see  Fig.  3.?.,  protecting  cover  removed ) .  Inside  the 
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Table  3.1. 

la.  Barnes  t ransmissometer  recording,  infrared  7.25  -  12.75  urn 

lb.  Barnes  t ransmissometer  recording,  visible  range,  0.35-0,90  um 

2a.  Lidar  backscatter  profiles,  vertical,  694  and  347  nm 

2b.  Lidar  backscatter  profiles,  slant  :  between  valley  and 
Kreuzeck,  694,  530,  and  347  nm  (1060  in  preparation) 

3.  Precipitation  -  if  any,  recorded  by  ombrometers  at  Kreuzeck 

and  the  valley  station 

4a.  Knollenberg  particle  spectra,  valley  station 
4b.  Knollenberg  particle  spectra,  Wank  station 
4c.  Knollenberg  particle  spectra,  Kreuzeck  station 

5.  Small  balloon-borne  radiosondes 

6.  Small  radiosondes  on  the  cable  car  of  the  Osterf elderbahn 
near  Kreuzeck  (temp. and  rel.  humidity  versus  altitude) 

7.  Recording  of  meteorologica 1  data  and  visibility  (valley  and 
Wank)  -  on  Kreuzeck  in  preparation 

8.  Cloud  and  visibility  observations  with  the  naked  eye 

9.  Cloud  photographs 

10.  Zugspitze  cable  car  telemetry  data  (temperature  and  humidity 

prof i les ) 

11.  Temperature  and  relative  humidity  at  all  stations, 
including  Kreuzeck 


protective  housing  a  constant  temperature  of  + 1 0°C  is  main¬ 
tained.  The  outlet  for  the  coaxially  directed  beam  of  visible 
and  infrared  light  is  closed  when  inoperative,  and  is  mechanic- 
automat  ica  1  ly  opened  when  the  Barnes  system  is  switched  on. 
Power  supply  is  in  a  closed  room  of  the  building  and  just  so 
the  data  processing  system  for  Knollenberg  spectra,  temperature 
humidity,  precipitation,  and  later  on  visibility.  The  complete 
system  can  be  turned  on  and  off  from  the  Institute  via  a  tele¬ 
metry  signal.  Sensors  for  the  above  mentioned  measured  values 
are  mounted  outside  the  building  at  an  appropriate  place. 

Until  expiration  of  this  contract,  data  have  been  stored  on 
punch  tape  at  the  station  Kreuzeck.  At  a  later  date  these  data 
will  be  telemetered  to  the  valley  institute.  Fig.  3.2.  shows 
the  open  view  from  the  Barnes  transmitter  at  the  Kreuzeck  to 
the  Institute  (circle).  Fig.  3.3.  conversely  the  view  from  the 
valley  institute  (Barnes  receiver)  to  station  Kreuzeck  (circle) 
Fig.  3.4.  illustrates  the  two  parallel  receivers  for  both  wave¬ 
lengths.  They,  as  well  as  the  tripod,  are  protected  against 
insolation  by  a  down-hanging  umbrella  and  look  at  the  trans¬ 
mitter  only  through  a  small  aperture.  Fiq.  3.5.  presents  the 
electronic  Barnes-units ,  recording  happens  through  appropriate 
high  resolution  analog-recorders.  Fig.  3.6.  gives  the  three- 
frequency  lidar  (optical  part)  in  position  (electronic  data 
processing  and  power  supply  is  housed  in  the  truck  inside  the 
building).  Fig.  3.7.  shows  the  Kreuzeck-oriented  position  of 
the  lidar  during  the  shots  (Target:  see  circle) ,  in  the  case 
of  haze. 

In  the  reporting  period,  until  completion  of  the  Barnes  system, 
works  to  improve  the  lidar  systems  have  been  continued.  In 
particular,  it  was  attempted  to  utilize  wavelength  1060  (non- 
doublcd  neodymium-glass  laser  beam).  As  described  further  below 
first  attempts  with  a  pin  diode  proved  fruitless. 

A  photomultiplier  which  is  supposed  to  be  appropriate  has  been 
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ordered  but  was  not  as  yet  delivered.  All  other  components 
(filter,  telescope,  etc.)  are  available  and  also  electronic 
processing  of  signals  is  prepared.  A  photodiode  for  measuring 
the  supplied  energy/shot  must  still  be  installed. 

Concerning  capability  of  the  Barnes  instruments,  the  follow¬ 
ing  can  be  said: 

During  a  very  thorough  evaluation  of  the  systems  by  scientists 
of  ASL  in  fall  1979  it  was  found  that  up  to  this  time  the  sys¬ 
tem  was  only  capable  of  measuring  transmission  levels  as  low 
as  50%  on  account  of  the  original  phase  lock  system  which  used 
the  chopper  frequency  of  the  transmitted  signal.  In  the  case 
of  weak  signals-and  just  then  measurements  are  desired  - 
the  s igna 1-to-noise  ratio  was  too  bad  to  control  the  lock-in 
amplifier  reliably.  In  fall  1979  we  constructed  at  first  in 
haste  a  preamplifier  permitting  measurements  as  low  as  12% 
transmission.  At  the  same  time,  under  a  small  independent 
parallel-cont ract  with  the  US  Army,  a  telemetry  link  was  pro¬ 
cured  and  incorporated  in  the  Barnes  system.  This  instrument 
supplies  the  chopper  frequency  of  the  transmitter  independent 
of  weather  to  the  lock-in  amplifier  in  the  receiver.  The  result 
(see  4.3.)  has  surprised  us  very  much  indeed.  We  are  now  able 
to  measure  even  under  extremely  low  visibility  conditions. 
However,  this  latest  improvement  will  become  effective  only 
under  the  present  Contract  DAJA37-80-C-0 345  since  the  tele¬ 
metry  system  was  ready  for  operation  not  until  the  middle  of 
1980.  Resonably,  the  subsequent  description  of  measurement 
results  is  restricted  to  the  period  in  which  we  were  able  to 
measure  reliably  as  low  as  12%  transmission.  Under  these  trans- 
missometer  conditions  numerous  (80)  effective  measuring  cam¬ 
paigns  have  been  conducted  in  the  first  half-year  1980.  All 
of  the  latest  technical  improvements  are  of  advantage  to  the 
present,  new  contract. 

In  preparation  is  moreover  the  total  on-line  transmission  of 


data  obtained  on  the  Kreuzeck  (transmitter  station)  such  as 
aerosol  spectra,  temperature,  humidity,  precipitation,  later 
visibility  and  other  data  to  the  valley  via  the  existing 
telemetry  link  for  the  purpose  of  current  checks  on  the  per¬ 
formance  of  instruments  and  actual  data  processing. 


4.  Detailed  Description  of  the  Various  Syjstems^  Used 
4.1 .  St at ionary_ lidar  system 

In  the  stationary  lidar  system  a  Q-switched  ruby  laser  with 
964  nm  wavelength,  2  Joules  maximum  output  energy,  20  nano¬ 
seconds  pulse  length  and  1  Hz  maximum  pulse  repetition  fre¬ 
quency  serves  as  transmitter.  By  shifting  a  KDP  frequency 
doubler  into  the  beam  path  the  second  wavelength,  347  nm,  is 
generated.  The  beam  of  the  horizontally  mounted  laser  is  directed 
vertical  by  one  dielectric  mirror  for  each  wavelength.  The 
energy  of  each  laser  pulse  is  measured  by  a  photodiode  with 
integration  stage,  peak  digitizer  and  A/D  converter  with  dig¬ 
ital  data  output.  The  backscattered  light  is  collected  by  a 
fixed  vertical  pointing  52  cm  dia.  Cassegrain ian  telescope  and 
detected  after  passage  of  a  field  stop,  an  optical  shutter, 
filter  wheels  containing  neutral  and  narrow-band  interference 
filters  and  a  polarizer  by  a  range-gated  EMI  9816  photomulti¬ 
plier  tube.  The  polarizer  can  be  turned  for  measurement  of  the 
depolarization  ratio  of  the  return  signals.  The  electrical  sig¬ 
nals  from  the  photodetector  are  recorded  by  a  Biomation  8100 
digital  transient  recorder  with  8  bit  amplitude  resolution, 

10  ns  minimum  sampling  interval,  and  2024  bytes  memory  capacity. 
Immediately  after  each  signal  record  the  data  are  transferred 
to  an  on-line  minimeomputer  with  16  k  core  memory,  graphic 
display  terminal  and  data  output  on  floppy  discs.  By  means  of 
the  computer  the  first  steps  of  data  processing  are  performed 
such  as  averaging  several  successive  signals  for  improvement 
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of  the  signal  to  noise  ratio,  subtraction  of  the  skylight 
background  which  is  measured  immediately  before  each  laser 
shot,  range  correction  by  multiplication  with  the  square  of 
distance  and  energy  normalization.  The  resulting  normalized 
backseat  ter  profiles  are  plotted  together  with  range  scale 
and  house  keeping  data  on  the  screen  of  the  display  terminal 
and  copied  by  a  hardcopy  unit  immediately  after  each  measure¬ 
ment,  These  prof i les  are  proportional  to  the  total  backscatter- 
ing  coefficient,  F  (sum  of  molecular  and  aerosol  part),  as 
function  of  distance,  x,  times  the  squared  transmission  factor, 
T  t  along  the  light  path  between  lidar  and  distance  x.  For 
further  processing  on  the  main  computer  the  raw  data  are 
stored  on  floppy  discs. 

Special  electronic  circuits  developed  in  our  laboratory 
allow  a  completely  automatic,  computer  controlled  operation 
of  the  whole  system.  Individual  measuring  series  can  be 
started  at  any  time  by  a  digital  quartz  clock. 

The  lidar  system  is  calibrated  absolutely  by  comparison  with 
aerosol  data  (number  concentration  and  size  distribution)  from 
five-stage  impactors  at  the  Institute  and  at  1800  and  1000  m 
altitude,  and  Knollenberg  type  optical  aerosol  spectrometers 
located  at  the  Institute,  the  1800  rn  mountain  station  and  , 
more  recently,  at  the  site  of  the  t ransmi ssometer  source  at 
1650  m.  For  this  purpose  backseat t er i ng  coefficients  for  both 
lidar  wavelengt hs  must  be  calculated  from  the  aerosol  spectra 
using  the  Mie  theory.  Since  in  principle  this  theory  applies 
to  spherical  particles  with  known  refractive  index  only,  these 
ca  leu  1  at  ions  art'  always  affected  with  some  uncertainties. 

Es pec i a  1 1 y  use f  u 1  for  ca ] i b ra t  i on  purposes  a re  a t  mosphe r i c 
conditions  with  extremely  low  aerosol  concent  rut  ions ,  occur- 
r i ng  normally  several  days  a  year  at  the  location  of  our 
Inst  itute,  when  aerosol  backseat t eri ng  can  be  neglected  enmpaied 
with  molecular  bueksca  t  f  er  i  ng  .  The  o  j  ’  • '  ■  j  1  at  i  r  «n  of  the  molecular 


backscatter  coefficients  by  the  Rayleigh  theory  is  much  easier 
since  they  depend  only  on  atmospheric  pressure,  temperature  and 
water  vapor  content  which  all  are  measured  by  stationary  instru¬ 
ments  and  different  kinds  of  airborne  and  cable  car  sondes. 

By  these  methods  we  were  able  to  derive  reliable  values  for  the 

calibration  factors  for  the  two  wavelengths  of  the  stationary 

lidar  system.  With  these  factors  known,  it  is  first  of  all 

2 

possible  to  calculate  the  above  mentioned  Ft  -profiles  in  ab- 
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solute  units  (m  sterad  ).  The  next  step,  the  derivation  of 
aerosol  data  from  these  absolute  profiles,  is  much  more  diffi¬ 
cult,  since  the  backscatter  and  extinction  coefficients  depend 
on  many  aerosol  parameters  such  as  concentration,  size  distri¬ 
bution,  refractive  index  of  the  particles  and  so  on.  Using  more 
than  one  transmitter  wavelength,  it  is  in  principle  possible  to 
get  information  about  the  size  distribution  of  the  particles, 
if  their  refractive  index  is  known  or  reliable  assumptions  can 
be  made  about  it.  For  this  purpose  the  particle  size  distribu¬ 
tion  function  is  to  be  approximated  by  a  simplified  model  con¬ 
taining  not  more  independent  parameters  than  the  number  of 
different  wavelengths  used.  We  chose  for  the  evaluation  of  our 
two-wavelength  lidar  data  a  two-parameter  model  consisting  of 
two  log-normal  distributions  with  constant  center  diameters 
(.4  and  2.0  microns,  respectively)  and  standard  deviations  (.3), 
but  variable  total  number  concentrations,  N ^  and  N^.  In  this 
model  we  use  a  refractive  index  varying  with  relative  humidity 
since  for  background  aerosol  far  from  emission  sources  the  major 
changes  of  the  index  result  from  humidity-determined  water  content 
of  the  particles.  Using  this  model,  we  developed  a  calculation 
scheme  for  the  iterative  solution  of  the  lidar  equation  for  the 
aerosol  backscatter  coefficients  in  both  wavelengths  as  function 
of  altitude  and  the  derivation  of  the  profiles  of  the  aerosol 
parameters  and  N^.  The1  iterative  method  is  required  s  i  nco 
the  lidar  equation,  which  reflates  the  backseat t orod  light  in¬ 
tensity  to  distance,  molecular  and  aerosol  extinction  and  back- 


scattering,  and  lidar  system  parameters,  contains  the  trans¬ 
missivity  as  an  integral  term. 


4.2.  Mobile  lidar  system 

Whereas  the  stationary  lidar  system  with  its  automatic  opera¬ 
tion  capability  serves,  with  regard  to  the  transmission  measure¬ 
ments,  mainly  as  a  monitor  for  the  actual  atmospheric  situation, 
a  second,  mobile  lidar  system,  which  can  be  directed  to  any 
azimuth  and  elevation  angle,  is  used  for  assessment  of  the 
aerosol  distribution  along  the  transmission  path.  It  is  equipped 
with  two  lasers:  A  ruby  laser  used  with  and  without  frequency 
doubling  similar  to  the  stationary  system,  and  a  frequency- 
doubled  neodymium-glass  laser,  allowing  measurements  in  530  nm 
wavelength  in  addition  to  the  347  and  694  nm  of  the  ruby  laser. 
Again  a  Casscgra inian  telescope  collects  the  backscattered  light, 
in  this  case  only  30  cm  in  diameter,  and  an  EMI  9816  photo¬ 
multiplier  tube  is  used  as  detector.  The  fundamental  wavelength 
of  the  neodymium  laser,  1060  nm,  is  not  utilized  up  to  now  be¬ 
cause  of  detector  problems,  but,  since  it  is  desirable  to  ex¬ 
tend  the  wavelength  range  towards  the  infrared,  we  will  try  to 
use  this  wavelength  also  in  the  future.  For  this  purpose  wo 
ordered  a  SI  photomultiplier  tube,  with  a  quantum  efficiency 
of  .05%  at  1060  nm.  A  commercial  pin  diode /pro amp 1 i f ier  combi¬ 
nation  did  not  give  satisfactory  results.  All  other  optical 
equipment  required  for  the  1^60  nm  wavelonqth  such  as  fourth 
interference  filter,  and  beam  expanding  telescope,  has  alrealy 
been  installed  in  the  system. 

The  energy  of  each  outgoing  laser  pulse  is  measured  by  an  on- 
e r gy  monitor  o f  t  he  s ame  kind  as  in  t he  s t a t i on a r y  sv s t cm .  The 
lidar  return  signals  are  recorded  by  the  same  Biomat  ion  8100 
transient,  recorder  as  in  t  h»  other  system,  and  also  transferred 
to  an  on-line  minicomputoi  for  further  processing.  The  range- 


corrected  and  energy-normalized  backscatter  profiles  are  plot¬ 
ted  on  a  display  tube  and  on  an  x-y  recorder.  The  data  are 
stored  on  magnetic  tape  cassettes  in  this  case.  The  operation 
of  the  mobile  system  is  only  partly  automated ,  mainly  since 
the  change  of  wavelength  must  be  done  manually. 

For  the  evaluation  of  the  data  from  the  mobile  lidar  we  use  a 
calculation  scheme  similar  to  that  for  the  stationary  lidar 
data.  The  bimodal  model  for  the  particle  size  distribution  is 
still  used  in  this  case  because  it  did  not  seem  useful  to  change 
the  model  for  the  intermediate  wavelength,  530  nm,  for  example 
by  introducing  a  third  mode  of  particles.  The  problem  of  inver¬ 
sion  of  the  three-wavelength  lidar  data  into  a  trimodal  size 
distribution  model  would  be  much  more  complicated  and  sensitive 
to  measurement  errors  than  in  the  bimodal  case.  Instead  of  that 
the  530  nm  data  are  used  to  optimize  the  procedure,  e.g.  by 
changing  the  refractive  index. 

It  is  to  be  mentioned  here  that  the  evaluation  of  the  lidar 
profiles  along  the  transmission  path  is  facilitated  by  the 
availability  of  Knollenberg  particle  spectra  from  both  ends 
of  it.  The  task  of  the  lidar  in  this  case  is  the  interpolation 
between  both  these  data. 

4.3.  Barnes  transmissometer  system 

The  transmissometer  system,  delivered  by  Barnes  Engineering  Co., 
Stamford,  Connecticut,  (USA),  consists  of  two  main  parts,  the 
radiation  source  for  the  visible  and  the  infrared  region,  and 
the  receivers  for  both  channels  together  with  data  processing 
electronics.  The  radiation  source  assembly  contains  a  black- 
body  source  for  emission  of  infrared  radiation  maintained  pre¬ 
cisely  at  a  selected  temperature  in  the  vicinity  of  1000°C,  and 
a  tungsten  iodide  source  maintained  at  about  3000  K  for  visible 
radiation.  One  common  reflective  collimator  is  used  for  both 
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sources  to  produce  exact  coaxial  beams  with  a  divergence  of 
3,5  mi 1 li radians .  Also  contained  in  the  source  assembly  is  a 
mechanical  modulator  that  chops  or  interrupts  source  radiation 
at  1000  Hz  to  differentiate  it  from  the  background  and  other 
sources.  The  chopper  wheel  is  equipped  with  a  pickup  that  gener¬ 
ates  a  pulse  each  time  the  radiation  is  interrupted.  This  pulse 
is  used  to  transmit  the  chopper  frequency  to  the  receiver  as¬ 
sembly  for  synchronization,  via  a  telemetry  link  which  is  in 
operation  since  June  1980  and  which  is  described  below.  The 
source  assembly  is  mounted  in  a  cable  car  station  building  on 
a  mountain  peak  close  to  the  Institute  at  1650  m  a.s.l.,  slant 
distance  2,7  km. 

The  receiver  assembly,  which  is  mounted  at  the  Institute  at  the 
end  of  the  transmission  path,  consists  of  one  receiver  system 
for  each  wavelength  range.  The  receiver  systems  are  identical 
except  for  the  spectral  sensitive  photodetectors ,  and  consist 
of  a  sensing  head  with  optical  telescope,  detector  and  pre¬ 
amplifier,  an  electronic  control  unit,  a  selective  amplifier, 
a  lock- in  amplifier  and  a  strip-chart  recorder.  The  telescopes 
are  of  Cassegra in ian  type  with  10.8  cm  aperture  and  2.3  milli- 
radians  FOV.  In  the  infrared  (IR)  receiver  a  liquid-nitrogen 
cooled  mere ury-cadmi um-tel luride  detector  is  used,  in  the  re¬ 
ceiver  for  visible  radiation  a  pin-diode  detector.  Filters 
limit  the  spectral  ranges  from  7.25  to  12.75  and  . 35  to  .90 
microns,  respectively.  A  preamplifier  amplifies  the  detector 
signals  to  a  level  and  impedance  suitable  for  transmission 
through  a  cable  to  the  remote  electronic  control  unit.  In  this 
unit  the  signals  can  be  attenuated  in  3  dR  steps  a  nil  are  ampli¬ 
fied  by  a  genera  1-purpose  ampl i f ier .  Further  amplification  and 
noise  reduction  is  accomplished  by  a  selective  amplifier  with 
a  50  Hz  bandpass  filter  centered  at  the  chopper  frequency. 
Because  of  the  limited  stability  of  this  frequency  a  further 
reduction  of  bandwidth  and  improvement  of  signal -to-noise  ratio 
can  only  be  achieved  by  using  a  lock-in  amplifier  which  is 
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synchronized  to  the  chopper  frequency  and  allows  a  precise 
measurement  of  the  signal  of  interest  in  the  presence  of  fre¬ 
quency  drift  and  broad-band  noise.  This  amplifier  demodulates 
only  those  components  of  the  incoming  signal  which  are  exactly 
in  phase  with  a  reference  frequency  applied  to  a  special  input 
connector,  and  converts  them  to  an  amplitude-proportional  dc- 
voltage  with  1  volt  full  scale,  which  is  recorded  by  a  paper 
chart  recorder.  In  the  initial  version  of  the  system  the  meas¬ 
uring  signal  itself  was  used  as  reference.  The  reference  sig¬ 
nal,  however,  must  fulfill  some  minimum  requirements,  first  of 
all  it  must  cross  its  mean  only  twice  each  cycle,  and  the  min¬ 
imum  amplitude  should  be  at  least  100  mV  pk-pk.  The  incoming 
signals  from  the  sensing  heads  do  not  meet  these  requirements 
if  the  transmission  is  less  than  some  ten  percent,  and  the  lock- 
in  amplifier  then  gets  unlocked  and  the  output  voltage  goes  to 
zero.  Since  the  sensitivity  of  the  receivers  was  unsufficient 
in  this  state,  two  diode  clipped  amplifiers  were  built  in  Octo¬ 
ber  1979  in  order  to  improve  the  signal  from  the  selective 
amplifier  for  reference  purposes.  These  amplifiers  were  con¬ 
nected  between  output  of  the  selective  and  reference  input  of 
the  respective  lock-in  amplifiers.  By  this  method  the  lower 
limit  of  measurable  signal  amplitude  was  reduced  to  a  value 
corresponding  to  a  few  percent  transmission.  The  largest  in¬ 
crease  in  sensitivity,  however,  was  achieved  by  the  telemetry 
link  for  the  chopper  frequency  which  becomes  effective  under 
the  present  new  contract.  Transmissivities  down  to  .1%  in  the 
IR  and  . 2 %  in  the  visible  region  can  now  be  easily  measured. 

4.4.  Exact  alignment  of  the  sensing_heads 

For  exact  alignment  of  the  sensing  heads  with  respect  to  the 
radiation  source,  one  external  sighting  telescope  with  variable 
magnification  is  provided  for  each  telescope  for  raw  alignment 
allowing  observation  of  the  source  without  interruption  of  the 
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measurement.  Furthermore,  the  images  produced  by  the  telescopes 
can  be  viewed  parallax-free  through  auxiliary  telescopes  by 
shifting  a  deflecting  mirror  into  the  beam  path.  These  tele¬ 
scopes  can  be  used  both  for  angular  alignment  and  focusing  of 
the  receiving  telescopes.  The  most  precise  method  fcr  alignment 
and  focusing,  however,  is  maximizing  the  detector  signal.  We 
found  that  in  the  visible  detector  the  alignment  state  found 
by  the  auxiliary  telescope  is  practically  the  same  than  that 
found  by  signal  maximation,  but  not  in  the  IR  detector,  where 
the  alignment  telescope  (or  the  detector  itself) is  obviously 
both  out  of  focus  and  off-axis. 


EvaluatA9.r}.  _D_ata  from  the  Knollonber  Particle 
Spectrometer  (Classical  Type) 

1  - . Different  exposure  times  for_ individual  ranges 

Reasonably,  we  have  a  short  exposure  time  for  small  particles 
and  a  long  exposure  time  for  large  particles. 

Since  we  use  an  electronic  auxiliary  unit  constructed  by  our¬ 
selves,  the  different  exposure  times  are  as  follows: 


Range  0  ....  13 
Range  1  ....  4 

Range  2  ....  2 

Range  3  ....  1 


minutes 

2 

.  00 

minutes 

1 

.00 

minutes 

0 

.  50 

minute 

0, 

320 

to  20.00  microns 
to  12,25 
to  2.75 
to  0,755 


Thus,  a  complete  measuring  cycle  conies  up  to  20  minutes,  be¬ 
ginning  with  range  0  and  always  at  the  full  hour,  in  future, 
the  total  length  of  this  measuring  cycle  will  be  reduced  by 
factor  2-3  but  the  intervals  between  exposure  times  in  the 
single  ranges  will  be  retained.  The  flow  rate  through  the 
measuring  volume  is  0,11  cm3/seo. 


21 


5.2.  Combination  of  the  channels  to  one  spectrum 

In  the  former  evaluation  the  complete  measuring  range  (65  chan¬ 
nels)  from  0.  >2  t o  20  urn  diameter  has  been  bridged  by  9  mean 
particles  sizes  which  subdivide  the  existing  measuring  range 
equidistant  (in  logarithmic  scale),  hater  on  we  departed  a 
little  from  this  original  subdivision  (strongly  equidistant) 
because  dependence  between  relative  scatter  intensity  and  par¬ 
ticle  size  according  to  Mie's  theory  was  not  evident.  This 
concerned  particles  sizes  between  0.80  and  2.00  microns 
(range  2,  channels  3  -  10). 

Initially  we  combined: 

Channels  3  to  5  with  mean  diameter  1.00  microns 
Channels  6  to  10  with  mean  diameter  1.55  microns 

On  account  of  the  above  mentioned  Mie  theory  we  combined  later 
channels  3  -  10  which  corresponds  to  a  mean  diameter  of  1.25  urn. 
For  program- technica 1  reasons  we  combined  in  the  evaluation 
additionally  channels  9-10  because  in  this  size  range  we 
have  again  a  clear  dependence  according  to  Mie  theory  (see 
Table  5.1.). 

From  Table  5.1.  it  can  be  seen  that  there  is  no  overlapping 
of  measuring  ranges  in  the  combination  of  channels  (except 
for  Y^,  )  but  quite  on  contrary  we  note  small  gaps  between 

Y  and  Y,r  or  Yr  and  Y^  (caused  by  the  transition  from  one 
range  to  the  other).  The  spectrum  was  built  up  more  by  the 
particle  number  of  fine  particles  in  the  channels  per  range. 

■f 

From  the  paper  of  J.  Abele  )  it  follows  that  a  rather  clear 
dependence  between  relative  scatter  intensity  and  particle 


)  J.  Abele:  Report  F  fo  1980/62,  Tubingen,  ( Forschungs ins t ::  tut 

fur  Optik) 
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size  must  be  expected  for  the  natural  aerosol.  For  this  reason 
we  wish  in  future  to  base  the  aerosol  particle  spectrum  on 
12  particle  sizes  (Y^  -  Y  ^  in  Table  5.2.). 

In  this  combination  overlapping  of  measuring  ranges  will  be 
used  (during  transition  from  one  range  to  another:  From  Y^ 
to  Y^ ,  from  Y ^  to  Y^ ,  and  from  Y^  to  Yg).  Hence,  we  rely 
then  on  the  particle  number  of  the  more  coarse  particles  in 
the  channels  per  range. 

For  control  purposes  (check  on  the  counting  in  overlapping 
areas  in  the  different  ranges)  we  will  calculate  in  addition 
another  partial  spectrum  with  mean  particle  size  from  0.570  urn 
=  and  8.367  um  =  (see  Table  5.2.,  bottom  part). 

If  the  Knollenberg  spectrometer  can  be  considered  as  function¬ 
ing  properly,  no  great  difference  may  exist  between  the  spectrum 
from  Y^  -  Y^  (solid  line  in  Fig.  5.1.)  and  the  spectrum  from 
(dashed  line  in  Fig.  5.1.)  or,  respectively,  reality 
must  be  intermediate  between  these  two  partial  results. 

First  outcomes  show  fairly  good  agreement  (see  Fig.  5.1.). 


Fable 
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6.  Brief  Description  of  Details  Regarding  Data  Sampling  at 
Station  Kreuzeck  and  Institute  (Garmisch)  in  the  Valley, 

^eJL  erne  trie  Transmissions 

6.1.  Switching  on-  and  off  of  systems  at  station  Kreuzeck 

Until  about  a  year  back,  the  t ransmissometer  system  at  station 
Kreuzeck  including  sampling  of  aerosol  spectra  and  meteorolo¬ 
gical  data  as  well  as  storage  on  punch  tape  was  turned  on  and 
off  upon  telephone  call  by  operators  of  the  Kreuzeck  cable  car. 
This,  however,  was  only  possible  during  normal  duty  hours  of 
the  personnel.  Hence,  measurements  before  the  first  and  after 
the  last  run  and  also  during  shutdown  of  the  cable  car  in  fall 
were  excluded. 

Therefore,  a  telemetric  connection  was  established  using  a 
pair  of  radiotelephones.  Upon  transmission  of  the  respective 
code  signal,  the  whole  complex  of  systems  or  only  parts  of  it 
can  be  turned  on-  and  off  by  radio. 

Coding  of  the  signals  prevents  an  "extraneous  release"  by 
R/F  traffic  in  the  same  frequency  band  and  other  radio  in¬ 
stallations  . 

6  . ,2 . .  .Tranamiss ion  of  the  chopper  frequency  from  the  Barnes 
at  the_  Kreuzeck  to  the  valley  station 

Thanks  to  an  additional  US  Army  Contract  (DAJA37-80-C-02S6 ) 
a  telemetry  link  was  installed  which  transmits  the  chopper 
frequency  of  the  Barnes  transmitter  to  the  valley  and  foods 
it  into  the  lock-in  amplifier. 

Technical  data: 

i.  Transmitter:  Transmission  frequency  2.48  GHz  /  output  energy 

1  watt 

Manner  of  modulation  :  Helical  antanna 

(directional  antenna) 
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ii.  Receiver:  Sensitivity:  about  20  microvolts 

Image  frequency  attenuation:  40  dB 
Antenna:  analogous  to  transmitter 

6 .  3.  _Data^  suppling  at  station  Kreuzeck  till  June  1980 

i.  Knollenberg  particle  spectrum  (0.35  -  20  am  0): 

1  cycle  over  all  4  ranges  per  20  minutes 

ii.  Air  temperature, 

rel.  humidity  (humidity  sensor,  lithium-chloride  principle) 
precipitation  (ombrometer), 

all  values  obtained  over  5  minutes  and  then  output 
iii .  Storage : 

All  data  i  -  ii.,  along  with  date  and  time,  are  stored  on 
punch  tape  at  station  Kreuzeck.  Punch  tapes  have  been  brought 
down  to  the  valley  by  a  staff  member  after  the  end  of  the 
measuring  campaigns. 


6^4.  Works  on  improving  6.4.  (i.  and  ii.)  and  the  telemetric 
data  transmission 

i.  Time  resolution  will  be  increased,  i.e.: 

Detection  of  3  cycles  (4  ranges)  of  the  Knollenberg 

particle  spectrum  every  20  minutes; 

for  the  time  being,  still  storage  on  punch  tape. 

ii.  In  preparation: 

Current  temperature  measurements  in  the  blackbody  radiator 
to  control  its  stability; 

visibility  measurements  by  Ruppersberg  visibility  meter 
additionally  installed  at  Kreuzeck. 


iii.  Telemetric  transmission: 


Work  is  in  progress  to  transmit  the  data  as  per  6.4.i.  and 
ii.  by  the  system  described  in  Chapter  6.2.  on-line  to  the 
valley  institute  where  they  are  stored  -  as  intermediate 
stage  -  equally  on  punch  tape.  This  enables,  however, 
immediate  checks  (e.q.  fault  identification)  and  evaluation 
of  data. 

iv.  Data  storage  and  on-line  utilization  in  a  separate  computer. 
The  ultimate  goal  (to  be  expected  about  early  1981)  is  to 
feed  the  Kreuzeck  data  and  relevant  valley  data  directly 
into  a  separate  on-line  computer  at  the  Insitute,  to  store 
them  there  and  make  them  currently  visible  by  call-off  on 
an  optical  terminal.  Storage  happens  for  safety  reasons 
s imultaneous ly  on  punch  tape  (for  permanent  reference) 
and  on  floppy  discs  for  immediate  further  processing 
with  the  larger  computer  system. 


7.  Representation  of  Data  Resulting  from  Measuring  Campaigns 
Conducted  from  the  End  of  1979  until  June  1980 

Firs t_ some  preliminary^remarks : 

As  mentioned  in  the  beginning,  we  discuss  here  exclusively 
transmission  measurements  without  telemetry  link,  j.c.  those 
during  which  in  case  of  transmission  lower  than  about  12£ 
reliable  data  could  not  be  obtained  any  more. 

After  presenting  selection  criteria  as  to  appropriate  days 
for  the  conduct  of  measuring  campaigns,  a  detailed  description 
is  given  of  each  campaign  that  has  been  run  effectively. 

Some  had  to  be  stopped  prematurely  due  to  unforeseen  deterio¬ 
ration  of  weather  conditions. 

The  description  of  each  campaign  begins  with  a  present  a t i on 
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of  the  general  and  special  meteorological  conditions  on  the 
respective  day  and  proceeds  to  a  discussion  of  the  profiles 
detected  by  the  slant  path  lidar  in  all  three  wavelengths 
(for  manner  of  presentation  see  7.1.ii.).  For  interpretation 
of  the  lidar  backscatter  profiles  we  provide  diagrams  of  the 
radiosonde  profiles  (temperature  (T) ,  relative  humidity  (RH) , 
and  absolute  humidity  (AM).  Knollenberg  particle  spectra,  for 
the  most  part  hourly-averaged,  are  also  added. 

Quantitative  results  of  transmission  measurements  are  supplied 
in  tabular  form  and  contain  transmission  factors  t  and  extinc¬ 
tion  coefficients  a. 

In  addition  to  these  data  which  are  obtained  with  the  Barnes 
t ransmi ssometers ,  the  time  correlated,  relevant  meteorological 
data  are  given  in  the  same  table. 

For  calculating  the  absolute  values  of  transmission  factor  t 
we  used  as  100%  values  the  highest  signal  amplitudes  measured 
on  haze-free  calibration  days  ("Rayleigh  days"). 

Further,  mean  extinction  coefficients  o  are  indicated.  These 
are  calculated  by  dividing  the  negative  natural  logarithm  of 
transmission  factor  x  by  the  length  of  the  measuring  path. 

The  extinction  coefficients  are  additively  composed  of  the 
portions  caused  by  the  individual  scattering  elements  (aerosol 
particles,  fog  droplets)  so  that  arithmetic  averaging  is  phys¬ 
ically  meaningful  only  for  a  but  not  for  x.  Only  in  case  of 
minor  variations  in  the  single  values  both  averaging  methods 
do  lead  to  an  analogous  result. 

All  figures  belonging  to  this  chapter  can  be  found  in  the 
ANNEX,  the  tables  are  given  at  the  respective  passage  in 
the  text. 

The  figures  are  proceeded  by  a  comparative  scale  (Fig.  1) 
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which  enables  the  reader  to  relate  the  slant  distance  scale  - 
given  in  km  -  (point  0  =  lidar  transmitter;  end  point  =  rock 
face  close  to  the  Kreuzeck  mountain  station,  distance  between 
the  two  points  2.7  km)  to  the  radiosonde  ascents  whose  height 
scale  is  plotted  in  m  above  sea  level. 

We  would  explicitly  point  out  that  the  present  report  does  not 
yet  include  a  closer  discussion  of  t ransmissometer  results  in 
connection  with  meteorological  or  lidar  data  because  the  hither¬ 
to  available  material  is  still  too  poor  for  an  assessment  of 
the  relationships.  Preconceived  conclusions  which  possibly  must 
be  corrected  later  shall  thus  be  avoided. 

7.1.  Preliminary  remarks  concerning  selection  of  measuring 
campa igns 

i.  Two  main  criteria  were  always  determinant  in  making  a  deci¬ 
sion  as  to  the  start  of  measuring  campaigns,  namely,  whether 
transmission  values  as  low  as  possible  or  values  as  high  as 
possible  had  to  be  expected.  Low  transmission  conditions  are 
of  interest  relative  to  practical  application,  especially 
for  military  purposes.  On  the  other  hand,  data  obtained 
during  high  transmission  levels  are  needed  for  calibrating 
the  system,  i.e.  for  determining  that  level  of  the  measured 
values  which  corresponds  to  completely  unimpeded  light  trans¬ 
mission  and  100%  transmission,  respectively.  Even  if  con¬ 
ditions  of  100%  transmission  can  only  approximately  be 
reached  in  practice,  the  resid^il  extinction  can  be  deter¬ 
mined  the  more  reliable  the  smaller  it  is.  In  the  visible 
range  even  a  completely  aerosol-free  atmosphere  has  yet 
about  3%  extinction  due  to  Rayleigh  scattering  while  in  the 
range  of  the  thermal  infrared  Rayleigh  scatter  can  bo  neg¬ 
lected  but  line  absorption  through  water  vapor  and  trace 
gases  such  as  ozone,  CC>2  r  etc.  must  be  considered. 
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Although  the  manufacturer  supplied  together  with  the  system 
calibration  data  for  both  wavelength  ranges  obtained  through 
measurements  at  the  smallest  possible  distance  from  the  ra¬ 
diation  source  and  receiver,  these  can  only  be  used  as 
guiding  data  because  the  influence  of  the  extremely  vary¬ 
ing  geometries  can  probably  not  be  calculated  with  suffici¬ 
ent  accuracy,  and  moreover,  long-term  variations,  e.g., 
through  deteriorating  quality  of  the  optical  components 
cannot  be  ruled  out. 

Days  with  low  transmission  in  which  measuring  campaigns 
have  been  conducted  will  henceforth  be  briefly  denoted  as 
"measurement  days"  in  contrast  to  "calibration  days",  i.e. 
days  in  which  transmission  was  high.  The  decision  as  to 
whether  a  day  was  considered  as "measurement  day"  or  "cali¬ 
bration  day"  was  made  in  the  morning  according  to  obvious 
visibility  conditions  and  experiences  available  over  many 
years  concerning  the  development  to  be  expected  in  the 
course  of  the  day;  further  on  the  basis  of  recordings  as, 
for  instance,  visibility,  and  above  all  on  the  basis  of 
data  from  the  stationary  vertical  1 idar  which  on  "promising" 
days  is  turned  on  as  early  as  possible  and  is  running  during 
the  transmission  measurement:  concurrently  as  monitor  in 
automatic  operation  where  every  half  hour  backseat  ter  pro¬ 
files  from  the  lower  6  km  of  the  <.« ;  mosphore  in  the  two 
wavelengths  347  and  694  nm  are  being  detected  and  stored 
as  well  as  output  as  hardcopy  diagram. 

In  the  measurement  examples  discussed  below,  t ransm i ssomet or 
recordings  are  mainly  dose ri bod  by  the  slant -1 idar  profiles 
which  give  a  particularly  illustrative  picture  not  only  of 
the  aerosol  distribution  along  the  path  but  also  of  conden¬ 
sation  processes,  position  of  the  actually  existing  clouds, 
and  mainly  of  precipitation  -  if  any  - 


i 

L 


ikiaiittilfiMfttii 


where  it  must  be 


32 


emphasized  that  the  detection  limit  for  precipitation, 
especially  for  snow,  lies  for  the  lidar  far  uelow  that 
of  all  the  other  conventional  measuring  instruments. 

i i .  in  order  not  to  delay  formulation  of  the  present  report, 
the  slant  profiles  have  not  been  prepared  on  the  main 
computer  system;  the  raw  data  have  been  read  without  ex¬ 
change  right  from  the  magnetic  tape  cassette  into  the 
computer  of  the  mobile  lidar.  From  that,  the  normalized 
backscattor  profiles  have  been  calculated  and  plotted  by 
the  X-Y  recorder.  For  this  reason  the  profiles  are  of 
somewhat  "provisional”  character.  Plotted  in  the  diagram 
are  for  the  three  wavelengths  of  the  slant  lidar  (347,  530, 
694  nm)  the  profiles  of  value  Ft-  above  the  slant  distance 
where  F  denotes  the  total  backscatter  coefficient  (molecu¬ 
lar  plus  aerosol  part)  and  c’  the  two-way  transmission  fac¬ 
tor  which  is  the  product  of  molecular  and  aerosol  part 
and  where  in  the  slant  distance  zero  can  be  defined  as 
being  equal  to  1.  Since  the  slant  lidar  is  calibrated  ab¬ 
solutely,  F  can  be  calculated  in  absolute  units  (m  ^  sterad 
see  tables  and  preliminary  remarks  to  Chapter  7. 


7.2.  Description  of  the  measuring  campaigns 
7_L2all_L_  Calibration  day  3  December _ 22 22 

This  day,  the  weather  situation  was  characterized  by  a  stable 
anticyclone  over  the  alpine  area  and  the  station  was  in  the 
influence  of  mild,  extremely  clean  subtropical  air  from  south¬ 
westerly  direction.  Apart  from  some  cirrus  no  cloudiness  was 
observed.  In  the  course  of  the  day  occurred  in  the  height  above 
2000  m  an  influx  of  Saharan  dust  which  is  however  negligible 
in  this  connection.  The  largely  aerosol -f roe  condition  of  a i r 
is  documented  in  Fig.  2  by  the  slant  lidar  profiles  which 
show  in  all  three  wavelengths  a  completely  shapeless  course  at 


very  low  level,  practically  caused  only  by  Rayleigh  scatter. 

The  intense  peak  at  2500  m  slant  distance  indicates  here,  and 
also  in  most  of  the  profiles  following,  reflection  from  a  rock 
face  close  to  the  Kreuzeck.  The  lidar  was  oriented  to  this 
fixed  target  in  order  to  avoid  DC  loading  of  the  detector  by 
skylight  background  radiation  which  is  often  most  intensive 
at  low  sun.  A  finite  signal  amplitude,  possibly  still  present 
after  the  fixed  target  peak  is  caused  by  overload  effects 
through  extremely  strong  fixed-target  reflection,  especially 
under  high  visibility  conditions. 

Transm i ssome ter  data  of  this  day  may  be  regarded  as  tentative 
calibration  and  100%  values,  respectively,  in  the  infrared 
with  reservation  as  to  a  possible  residual  extinction  through 
absorption  of  atmospheric  gas  components  which  are  difficult 
to  calculate  from  the  data  records  and  require  the  use  of 
LOWTRAN.  For  the  visible  range  we  measured  a  level  of  990  milli¬ 
volt  at  6  dB  attenuation,  i.e.,  1.98  V  at  0  dB.  The  infrared 
signal  was  at  700  mV/6  dB,  or,  respectively,  1.39  V  for  0  dB. 
Here,  a  residual  level  of  r>0  mV/0dB  still  existing  also  in  the 
absence  of  an  input  signal  is  already  deducted. 

7.2.2^  _Meas uremen t  day  14  January^ 1 980 

This  day,  a  typical  w intertime , a lmost  cloudless  high  pressure 
situation  prevailed  with  slight  geostrophic  wind  speeds  and 
strong  subsidence.  In  plain  terrain  forms  under  such  conditions 
normally  a  flat,  groundbased  cold  air  layer  below  a  temperature 
inversion  which  is  more  and  more  enriched  with  humidity,  aero¬ 
sols  and  other  air  pollutants.  In  the  mountain  valley,  however, 
which  is  open  to  the  plain  and  where  our  Institute  is  located, 
a  pronounced  mountain-valley-wind  system  prevails  mostly  during 
radiation  weather  and  under  its  influence  the  cold  surface  air 
is  carried  off  the  valley  at  night.  During  the  day  the  aerosol- 
rich  cold  air  is  transported  again  to  the  measuring  site  through 
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the  valley  wind,  as  a  rule  with  increasing  vertical  thickness. 
According  to  our  experiences  this  process  was  to  be  expected 
also  for  the  measurement  day  but  the  upper  boundary  of  the 
inflowing  hazy  air  remained  throughout  the  day  below  1000  m 
a.s.l.  and  350  m  above  ground,  respectively. 

A  temperature  inversion  subsiding  with  time  existed  all  over 
the  day (Figs.  3  and  4).  In  the  valley  we  had  before  noon  -9°C 
and  in  the  afternoon  -5°C  while  above  1200  -  1000  m  tempera¬ 
tures  were  around  freezing  level  all  through  the  day.  In  the 
valley  75%  and  90%  humidity  have  been  recorded,  above  1200  - 
1000  m  just  40%.  In  the  forenoon  of  14  January  1980  only  sliuht 
haze  was  present  at  all  altitudes,  visibility  conditions  in  the 
valley  were  about  30  km.  This  is  evident  from  the  slant  lidar 
profiles  (example  Fig.  5)  which  remained  unchanged  all  over  the 
forenoon.  The  valley  wind ,  with  shift  from  SSW  to  NNK  developed 
relatively  late,  i.e.,  between  13.00  and  14.00  and  brought  in 
first  a  very  flat  haze  layer  as  apparent  from  the  lidar  pro¬ 
files  in  Fig.  6.  The  "nose"  caused  by  the  aerosol  layer  is  just 
dissolved  in  the  short-range  of  the  profiles.  But  one  recog¬ 
nizes  the  already  rather  marked  extinction  through  this  layer 
by  the  reduction  of  the  profile  amplitudes  above  it  as  con¬ 
trasted  to  the  profiles  in  Fig.  5. 

That  the  haze  nose  is  pronounced  strongest  in  the  530  nm  pro¬ 
file  is  obviously  due  to  the  fact  that  just  the  begin  of  the 
haze  advection  has  been  detected  since  this  profile  was  meas¬ 
ured  last  of  the  three  profiles  (a  complete  measuring  sequence 
in  the  three  wavelengths  takes  10  minutes).  From  the  lidar  pro¬ 
files  obtained  in  the  following  period  till  13.30  (Figs.  7-12) 
it  is  evident  that  the  haze  layer  increases  in  intensity  and 
that  its  top  -  obviously  fluctuating  -  rises  from  initially 
just  800  m  a.s.l.  (which  corresponds  to  200  m  slant  distance 
at  19.5^  inclination)  slowly  to  1000  m.  (The  structures  in  the 
upper  half  of  the  profiles  arc  not  real  but  due  to  uncertain- 
tie''  since  with  respect  to  non-overload  detection  of  the  short- 
range  structures  the  lidar  has  been  operated  with  very  low 


sensitivity).  Visibility  in  the  valley  was  reduced  to  5  km  in 
the  haze  layer.  At  times,  cloud  formation  was  observed  at  its 
upper  boundary,  mainly  at  the  slopes,  while  a  closed  stratus 
sheet  could  be  seen  at  the  end  of  the  valley. 

It  is  well  illustrated  by  Fig.  13  how  the  particle  spectrum 
in  the  valley  reflects  from  12.00  -  14.00  only  a  weak  increase 
in  the  particle  number  density.  From  14.00  -  16.00  follows  a 
marked  enhancement  of  particles,  mainly  in  the  range  of  coarse 
particles  which  finally  become  identifiable  up  to  10  and  20  urn 
diameter.  The  inflowing  layer  with  high  aerosol  concentration 
is  thus  -  see  lidar  -  documented. 

Table  7.1  shows  the  effects  of  the  near-ground  layer,  increasing 
from  about  14.00  in  thickness  and  aerosol  load,  on  the  slant 
t  ransmiss ion : 

a  increases  by  factor  3.4,  only  by  factor  1.9;  TVIS  is 

reduced  to  79,7%,  t  only  to  89%  The  rather  thin  aerosol 

IK 

layer,  maximum  100  m  in  thickness,  has  thus  quite  considerable 
effects  along  the  2,7  km  slant  optical  path. 

Z • 2^ 3^  _Meas urement  day  1 4_February_^980 

In  the  early  morning  hours  of  this  day  our  area  was  reached 
by  an  almost  stationary,  weakly  pronounced  air  mass  front 
which  makes  itself  felt  only  at  times  through  more  intense 
cloudiness.  From  08.00  on,  the  frontal  clouds  dissolve  quickly 
and  in  the  course  of  the  forenoon  slight  convective  clouding 
begins  to  form  with  its  base  lowering  till  afternoon  from  ini¬ 
tially  2000  -  2500  m  to  1500  m  a.s.l.,  that  is  below  Kreuzeck 
level.  Between  valley  and  Wank  level  there  are  no  indications 
of  a  temperature  inversion  all  through  the  day  (see  Fig.  14); 
humidity  in  the  valley  was  between  60  and  75-  and  at  the 
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Kreuzeck  near  80%.  In  the  free  atmosphere  strong  subsidence 
processes  were  recorded  by  the  Zugspitze  cable  car  sonde. 

The  vertical  lidar  shows  in  the  forenoon  a  strong  markedly 
stratified  haze  layer  with  sharp  upper  boundary  at  2400  m. 

In  the  course  of  the  day  the  top  of  the  haze  layer  becomes 
more  and  more  faint  due  to  convective  processes. 

The  daily  variation  of  the  aerosol  structure  along  the  trans¬ 
mission  path  is  shown  by  the  slant  lidar  profiles  Figs.  15  - 
27.  In  the  first  hours  of  forenoon  we  observe  also  here  a 
sharp  stratification.  Its  most  pronounced  shape  at  694  nm 
wavelength  is  suggestive  of  humidity  structures  as  being  the 
cause.  Conspicuous  is  a  gap  in  the  haze  layer  at  900  m  slant 
distance,  corresponding  to  1050  m  a.s.l.,  which  remains  stable 
until  10.00  but  is  gone  at  14.40.  Towards  noon,  the  backscatter 
profiles  smooth  more  and  more  at  slightly  reduced  mean  level. 
With  the  valley  wind,  developing  about  noon,  the  dust  concen¬ 
tration  increases  again;  one  observes  a  homogeneous,  obviously 
well  mixed  ground  haze  layer  whose  upper  boundary  rises  rapidly 
in  the  afternoon  and  reaches  before  the  end  of  the  measuring 
period  at  nearly  17.00  the  Kreuzeck  level  where  also  clouds 
begin  to  form. 

Figs.  28  (valley)  and  29  (Kreuzeck)  show  the  particle  spectra. 
All  over  the  day  the  particle  number  at  Kreuzeck,  ranging  from 
0.6  -  2  urn  0  is  clearly  lower  than  in  the  valley.  The  afternoon 
growth  of  the  particle  number  by  half  an  order  of  magnitude  in 
the  coarse  particle  range  can  be  found  at  both  stations. 
Interesting  is  the  spectrum  at  the  mountain  station  from  17.00 
in  fog  with  extremely  high,  almost  constant  particle  number 
from  0.6  -  10  |im  diameter. 

Very  informative  are  the  transmissometer-results  an  Table  7.2. 

avis  lies  higher  by  about  an  order  of  magnitude  than  on  14 

January  (see  Table  7.1.),  t  ,  decreases  from  57,4%  to  39% 

vis 


Transmission  and  meteorological  data  of 
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(prior  to  fog  formation).  In  contrast,  a  and  x  are  just 
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slightly  affected  by  the  high  aerosol  concentration  in  a  thick 
layer;  t  (91,9  +  88,7%)  and  a  (0,0311  -+  0,0445  )  differ 

I  R  I  R 

negligibly  from  the  data  in  Table  1 . 


7^2 ^ 4 . __dalibration_day_25  Febr uary_ 1  980 L_on 1 v_ forenoon 

This  day,  in  calm  and  cloudless  high  pres:>aj  e  weather,  very 
good  visibility  conditions  prevailed  in  th*j  forenoon  being 
comparable  to  those  of  calibration  day  3  December  1979. 

Only  in  the  afternoon  visibility  was  somewhat  affected  as  a 
result  of  haze  advection  with  developing  valley  wind. 

Alj.  over^the  day  low  humidity  prevailed  up  to  2000  m  a  s.l., 
inversions  were  absent  (see  Figs.  30,  31).  Correspondingly, 
the  slant  lidar  backscatter  profiles  show  in  the  forenoon  a 
low  amplitude  without  any  structure  (Fig.  32). 

From  about  14.30  we  had  an  aerosol  influx  from  N  into  the 
valley  with  haze  top  rising  towards  evening  above  station 
Kreuzeck.  This  process  can  be  well  perceived  in  the  particle 
spectrum  from  Kreuzeck  (Fig.  33).  In  late  afternoon  the  par¬ 
ticle  spectra  from  Kreuzeck  and  valley  (Fig.  34)  show  very 
good  agreement. 

Table  7.3.  gives  again  t ransm i ssometer  data  along  with  meteoro¬ 
logical  data.  Until  13.30,  t  and  t  s  were  extremely  high, 

o  and  a  very  low.  However,  t  showed  already  slightly 
I r  vis  1  vis  7  7 

falling  values  and  a  rising  values  (cf.  decrease  in  hori- 
zontal  visibility  at  Wank!).  From  13.30,  x  decreased  moder¬ 
ately,  t  strongly,  and  as  well  as  av  j  ,,  increased  con¬ 

siderably.  In  the  same  period,  horizontal  visibility  in  the 
valley  and  on  the  Wank  decreased  noticeably  and  the  particle' 
spectrum  at  t:ho  Kreuzeck  shows  a  marked  change. 
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Zi2i.!i:.„Measurement  _day _2  8_February  _l  980 

This  day,  a  high  pressure  ridge  extended  from  the  East  Atlantic 
to  the  Ural  and  our  area  lay  at  the  southern  edge  of  the  ridge 
in  an  air  mass  of  continental  origin  (cPs)  having  very  high 
aerosol  concentration*  Only  medium-level  clouds  with  strongly 
varying  cloud  cover  have  been  observed.  The  aerosol  structure 
developed  very  unusual  this  day  which  is  rather  impressively 
shown  by  the  slant  lidar  profiles  Figs.  35  -  49.  Even  in  the 
early  forenoon  the  structures  show  -  mainly  compared  to  25  Feb  - 
fairly  high  backscatter  amplitudes  with  some  structure  along 
the  transmission  path.  At  11.00  develops  at  1500  m  slant  dis¬ 
tance,  corresponding  to  1200  m  a.s.l.,  a  peak  in  the  backscat¬ 
ter  curves  which  is  well  pronounced  at  694  nm  and  less  defined  - 
yet  still  clearly  discernible  -  at  347  nm  wavelength.  Because 
of  the  intensive  background  skylight  caused  by  the  near  sun 
it  was  temporarily  impossible  to  measure  at  530  nm.  In  the 
radiosonde  profiles  of  11.37  a  small  humidity  maximum  is  indi¬ 
cated  at  this  level,  a  temperature  inversion,  however,  is  but 
weakly  pronounced  or  absent  (weak  T,  RH  effects  also  percep¬ 
tible  on  Fig.  50).  Somewhat  more  distinct  is  this  inversion 
at  15.46  on  Fig .  51. 

About  noon,  extremely  hazy  air  which  increased  in  thickness 
was  introduced  by  the  prevailing  valley  wind  and  the  measured 
visibility  was  reduced  to  3  km  in  the  valley  and  6  km  at  the 
Wank  which  is  absolutely  unusual  in  our  area  in  the  case  of 
dry  aerosol  (the  limit  of  70%  humidity  in  which  particles  begin 
to  grow  due  to  water  uptake  was  exceeded  only  for  a  short  time 
in  the  afternoon).  The  noted  aerosol  concent  rations ,  mainly  at 
mean  height  levels,  belong  to  the  highest  values  ever  measured 
here  so  that  this  day  may  be  regarded  as  particularly  interest¬ 
ing  relative  to  t ransmissometer  measurements.  Figs.  52/53  and 
54/55  indicate  the  systematic  and  drastic  particle  growth  over 
the  whole  spectral  range  in  the  valley  and  at  Kreuzeck  where 
the  concent  rat  ions  increase  however  invariably  with  height. 
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The  slant  lidar  profiles  show  even  at  about  14.00  very  high 
backscatter  values  which  continue  to  rise  in  the  afternoon. 

It  is  remarkable  that  the  aerosol  layer  shows  largely  homo¬ 
geneous  structure  without  stratification,  at  first  up  to  2  km 
slant  range,  later  along  the  entire  transmission  path.  This 
is  also  documented  by  conductivity  profiles  of  the  Zugspitze 
cable  car  sonde  and  is  important  in  view  of  the  future  evalu¬ 
ations.  Due  to  the  homogeneity  of  the  haze  layer  the  slant 
lidar  profiles  assume  the  form  of  an  exponential  function 
whose  decrease  with  increasing  aerosol  concentration  becomes 
steeper  and  steeper  (the  steps  and  structures  in  the  upper 
part  are  technically  induced  and  not  real).  Through  that, 
also  the  fixed-target  peak  (upper  end  of  the  lidar  path  = 
rock  face)  becomes  smaller  and  smaller  and  vanishes  even 
entirely  at  347  nm. 

Because  of  their  exponential  decay  the  lidar  profiles  can  be 
easily  extrapolated  to  distance  zero  without  great  arithmetical 
effort,  i.e.,  the  variable  parameters  of  our  bimodal  model  of 
particle  size  distribution  used  for  the  lidar  measurements  and 
consisting  of  two  log-normal  distributions  with  constant  center 
diameter  (0.4  and  2.0  um)  can  be  deduced. 

These  parameters  are  the  partial  concentrations  N ^  and  in 

the  fine  (around  0.4  um)  and  coarse  particle  range.  For  18.00 

9  -3 

one  obtains,  for  instance,  N.  =  1,7  x  10  m  and  N9  = 

6  —  3  ^ 

1,7  x  10  m  ,  These  values  agree  fairly  well  with  the  data 

from  the  Knollenberg  particle  spectrometer  at  the  valley  sta- 

9 

tion,  where  for  0.4  um  concentrations  dN/dlnD  =  2,0  x  10  , 
and  for  2.0  urn  1,0  x  10  m  ^  have  been  measured.  The  corres¬ 
ponding  values  from  the  spectrometer  at  the  Kreuzeck  are  of 
about  equal  rate. 

Independent  of  the  particle  partial  concentrations ,  extinction 
coefficients  can  also  be  derived  from  the  lidar  profiles. 
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For  the  three  wavelengths  347,  530,  and  694  nm  one  obtains 
1 , 88  x  10  \  1,36  x  10  ^ ,  and  1,14  x  10  3  m  ^  .  From  the  value 
for  wavelength  530  nm  which  lies  almost  in  the  center  of  the 
visible  range,  a  standard  optical  range  of  2,9  km  may  be  de¬ 
duced  in  reasonable  agreement  with  a  visibility  range  of 
about  3  km  measured  by  the  Ruppersberg  instrument. 

Transmissometer  data  and  meteorological  data  are  compiled  in 
Table  7.4a  (hourly  means  fori,  a)  and  Table  7L4b_f_  respectively, 
(half-hourly  means  for  t,o) :  One  recognizes  immediately  -  as 
a  result  of  the  almost  homogeneous  aerosol  (haze)  layer  ex¬ 
tending  from  the  valley  floor  beyond  the  Kreuzeck  -  the  dras¬ 
tic  difference  in  the  behavior  of  and  oiR  on  the  one  hand 

(only  slight  changes  with  time)  and  x  ,  and  o  on  the  other. 

In  the  latter  case  tyis  decreases  from  90,5%  to  3,6%,  or,  resp. , 
rises  from  0,037  to  1,23.  (Measurability  of  transmission 
was  ensured  because  of  the  good  optical  chopper  frequency 
transmission  in  the  infrared).  This  measuring  campaign  yielded 
indeed  extremely  valuable  data. 

7  2 ^6 ^ _ Measurement  da}/  12_May  2^80 

The  flow  conditions  in  the  lower  and  middle  troposohere  are 
rather  different  this  day.  At  ground  level  an  Azores  high  extends 
to  our  area  but  it  lies  at  500  mb  at  the  north-western  edge 
of  a  cut-off  low  over  Italy  and  Yugoslavia  with  which  cold 
polar  air  flows  to  the  Mediterranean  Sea.  This  leads  to  in¬ 
stability  at  high  altitude  and  moderate  to  strong  convection. 

In  the  early  morning  hours  the  sky  was  overcast,  the  cloud  base 
at  the  mountain  slopes  reached  down  to  1000  m  a.s.l.,  so  that 
the  radiation  source  at  Kreuzeck  was  invisible.  However,  for 
the  further  course  of  the  day  improvement  in  visiblity  condi¬ 
tions  was  expected  which  occurred  indeed  as  the  cloud  base  rose. 
From  10.00,  station  Kreuzeck  was  temporarily  becominq  clear 
and  from  15.00  it  was  permanently  free  from  clouds.  Thus,  extinc¬ 
tion  through  thin  clouds  could  be  measured  in  both  wavelenqth 
ranges  . 
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By  means  of  the  series  of  slant  lidar  profiles  shown  in  Figs. 

56  -  66,  the  increase  and  later  disintegration  of  clouds  in 
the  area  of  the  transmission  path  can  be  well  observed.  In 
the  morning,  reflection  from  the  cloud  base  at  about  900  m 
slant  distance  can  be  perceived;  below,  long-wave  backscatter 
indicates  partial  condensation  in  wet  aerosol.  At  10.00,  the 
fixed-target  reflection  becomes  visible  for  the  first  time 
with  attenuated,  yet  still  perceptible  cloud  signal.  In  the 
following  period  the  cloud  signals  slowly  increase  with  further 
attenuation  and  vanish  at  about  15.00  completely  (Fig.  67). 

At  the  same  time,  the  underlying  aerosol  layer  loses  rapidly 
its  structure  and  the  decline  of  the  profile  amplitudes  signals 
a  general  slight  haze  diminution  which  is  also  evident  from 
the  visibility  recordings.  The  aeroloqical  profiles  are  pre¬ 
sented  by  two  examples  in  Figs.  68  and  69. 

Fig.  70  shows  the  uniform  structure  of  the  particle  spectrum 
in  the  valley  throughout  the  day.  On  Kreuzeck  (Fig.  71),  the 
particle  spectrum  is  higher  than  in  the  valley  at  10.30  and 
16,10.  The  almost  horizontal  distributions  at  11.10  and  14.30 
are  due  to  cloud  droplets. 

Thus,  t  and  r  values  in  Table  5  fit  well  to  each  other. 

I K  VIS 

At  11.10  and  14.30  transmission  breaks  down  altogether  or  is 
little  before  a  breakdown  but  I R-t ransmiss ion  remains  always 
essentially  better  than  VIS-transmission. 

Table  5  gives  an  example  -  from  the  time  before  chopper  tele¬ 
metry  -  of  strongly  varying  transmission  values  due  to  tempo¬ 
rarily  existing  clouds  in  the  transmission  path.  But  in  this 
case  only  x-values  could  be  calculated  and  averaged.  Calcula¬ 
tion  of  extinction  coefficients  was  not  possible  since  the  sig¬ 
nal  amplitude  was  frequently  zero  because  of  the  lower  detec¬ 
tion  limit  which  was  then  still  too  high  (formation  of  logarithm 
then  impossible) .  Time  intervals  were  chosen  such  as  to  agree 
with  the  Knol lenberg-measur ing  periods. 
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Measurement  _day_2  3_May_1_  980 


Our  area  was  this  day  influenced  by  a  cut-off  low  over  the 
northern  Mediterranean  Sea  and  a  cold  and  very  hazy  air  mass 
fills  the  whole  valley.  Under  the  impact  of  the  valley  wind 
the  haze  layer  intensifies  during  the  course  of  the  day. 

While  mean  and  high  level  clouds  are  almost  absent,  strato- 
cumulus  forms  already  in  the  forenoon  at  1100  -  1500  m  a.s.l. 
and  develops  during  the  afternoon  into  a  closed  Sc-sheet  thus 
interrupting  the  view  to  the  Kreuzeck  for  several  hours  entirely. 
Such  a  weather  situation  is  normally  in  fall  and  is  rather 

uncommon  for  May.  Station  Kreuzeck  was  open  again  only  at  14.00. 
During  the  period  in  between  it  was  oncp  niore  possible  to  detect 
at  times  the  different  extinction  in  the  visual  and  IR  range 
through  dispersed  cloudiness. 

Fig.  72  gives  the  most  inhomogeneous  structure  of  the  aero- 
logical  parameters.  In  contrast,  the  spectral  distribution  of 
aerosol  particles  over  the  day  and  the  height  difference 
valley  -  mountain  station  (here  Wank  instead  of  Kreuzeck) 
remained  uniform  as  evident  from  Figs.  73  and  74. 

Table  6  shows  the  transmission  data.  Due  to  the  interruption 
of  light  transmission  through  cloud  remnants,  t  was  weakly, 
tvis  strongly  reduced,  for  o  and  avisholds  the  reverse. 

Compare  also  the  horizontal  visibility  conditions  in  the 
valley  and  at  the  Wank. 
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8.  Measurement  of  Length  of  Laser  Pulses  Reflected  from  a 
Rock  Face 

If  a  short  laser  pulse  propagates  through  mist  or  fog  with 
sufficient  optical  thickness  for  occurrence  of  multiple  scat¬ 
tering,  the  length  of  the  pulse  is  known  to  be  stretched  up 
to  several  microseconds.  Since  this  phenomenon  is  of  consid¬ 
erable  practical  importance,  we  measured  on  request  of  ASL 
the  width  of  laser  pulses  reflected  from  a  rock  face  close 
to  the  location  of  the  transmitter  source  (Kreuzeck)  under 
different  visibility  conditions.  An  as  vertical  as  possible 
portion  of  the  rock  face  has  been  chosen  for  the  measurements 
ir  order  to  keep  pulse  stretching  by  distance  variances  of 
the  reflector  across  the  laser  beam  small.  Table  8.7.  pre¬ 
sents  widths  of  reflected  347  and  530  nm  laser  pulses  during 
low  (No.  1  -  14) ,  high  15  -  24) ,  and  extremely  low  aerosol 

concentration  (No.  25  -  26)  but  with  no  fog  or  clouds  present. 
The  pulse  FWHM  (full  width  of  half  maximum)  is  between  30  and 
40  nanoseconds  in  most  cases,  and  the  observed  variations  are  - 
as  Table  8.7.  shows  -  not  correlated  with  the  aerosol  concen¬ 
tration.  It  is  interesting  to  compare  these  results  with 
theoretical  calculations. 

Weinman  and  Shipley*)  calculated  the  shape  of  an  initially 
infinitely  short  laser  pulse  after  passage  of  a  cloud  with 
extinction  coefficient  a  and  optical  thickness  x.  They  got 
a  pulse  FWHM  6t  =  .11x  /ale,  where  c  is  the  velocity  of 
light  and  A  a  number  which  is  related  to  the  asymmetry  of 
the  scattering  phase  function  and  which  is,  e.g.,  1  for 

isotropic  Rayleigh  scatterers  and  about  8  for  most  clouds 
and  hazes. 

In  our  extreme  case,  February  28,  1980,  we  measured  in  530  nm 

+)  Weinman  and  Shipley,  J .  Geophys.  Res.  77,  7123  (1972) 
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an  extinction  coefficient  of  1.36  km  ^ ,  resulting  in  an  op¬ 
tical  thickness  x  of  the  air  mass  along  the  transmission  path 
equal  to  3.67.  For  X  =  8 ,  we  get  6t  =  .45  usee,  a  value  which 
is  at  least  ten  times  as  high  than  our  data.  This  difference 
can  only  partially  accounted  for  by  assuming  a  smaller  value 
for  X . 
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9.  Future  Plans 

Improvements  still  to  be  made  are  mentioned  in  Chapters 
1  -  6  at  different  passages. 

They  concern  modification  of  the  mobile  lidar  for  the  use 
of  the  1060  nm  wavelength,  completion  of  computerized  data 
telemetry  from  the  Kreuzeck  to  the  valley  -  on-line  operation 
and  improvement  of  the  visible  light  source  (halogen  lamp) 
to  secure  a  longer  lamp  life. 

Connection  of  the  computer  to  data  sampling  for  the  trans¬ 
missivity  project  requires  still  some  programming  work. 

Apart  from  that,  use  will  be  made  of  all  weather  conditions 
relevant  to  the  objective  of  our  research  work  in  order  to 
ensure  through  measuring  campaigns  systematic  sampling  of 
specific,  useful  data.  More  importance  is  now  attached  also 
to  measurements  during  precipitation  of  various  type. 

The  final  data  are  stored  and  scientifically  processed  and 
on  request  they  will  be  supplied  to  ASL. 
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